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PREFACE 


Mach trouble has been taken with onr illustrations, but the 
author is fully conscious of their many clcfecls. I am greatly 
indebted to several authors mentioned in the legends to the 
plates as the readers will find certain of their illustrations copied 
in this volume. It wa?? found necessary in a comparative study 
of the surgical instriimenf;is used by the different nations of the 
world. It has been my wis1^ to render due credit to all persons 
for the illustrations by which they may severally have 
contributed to the advancement of our knowledge of the 
subject, and I have never assumed to myself drawings, which 
belong to others. For those illustrations, not otherwise acknow- 
ledged, the author is solely res})onsibIe. 

For his skill and patience in drawing and ))rinting these 
figures I am glad to take this opportunity of thanking 
Mr. K. V. Seyne. 

The author deems it a pleasant duty to express his thanks to 
the University of Calcutta for the liberality dis])layed in the 
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PLATE V. 

Kapata-Sayana or Fracture-Bed of the Hindus. 


FIGUKK. 

1. — Kapata-Sayana for fracture of the bones 
of the leg. 5 pegs: 2 on each side of the 
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— Kapata-Sayana for fracture of the thigh bone. 
5 pegs: on each side of the knee-joint, 

one under the foot 
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each side of the hip joint, one under the foot 
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PLATE VI. 

FIGURE. page 
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PLATE vni. 
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dislocation of the thigh outwards, as given 

by M. Littre ((Eiiv. d^Hipp., tom. iv, p. 305) ... 89 
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PLATE IX. 


FIGURE. 

1.-— Banc d^Hippocrate, d^apres Rufus, servant 
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PI. xcv. 
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PLATE X. 


-Plintliinm, ou cadre de Nileus, d’apres 
Heliodore. C. C. G. PI. LXXIII 
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PLATE XXVL 

The NadI Yantra or Tubular Instruments. 
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PLATE XXVII. 

Tjte NadI Yantka of Tibular Instruments. 
Tubular Instruments for Urethral Stricture. 

fIGURK. 

1. — Urethral Stricture Dilators 

’Z . — Bruce Clarke’^ Bournes. Set of seven, 
steel, tapering, A. S. Fig. 2246 and 2247. 
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The Nspi Yantra or Tubular Instruments. 
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PLATE XXX. 

The NadI Yantra or Tubular Instruments. 


Uttara-vasti. 

Tubular Instruments for the Urethra. 
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The Naui Yantra or Tubular Instruments. 
Uttaravasti. 
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The NadI Yantra or Tubular Instruments. 
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The Nadi Yantra or Tubulah Instruments. 
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PLATE XXXIV. 

The Nadi Yantfa or Tubular Instruments: 
Tabular instruments for cupping. 

VtOUKE. 

1. — Egyptian eupjHng horn, Milne after 

Alpinus. PI. XXXV.II Fig. 1. 

2. — Alexandrian Cup, Milne after Hero. PI. XXXVII. 
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PLATE XXXV. 
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Tubular insitu'ments for Cupping. 
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I*AOE. 

... 317 

... 317 

... 317 

.. 317 

.. 317 

... 317 

.. 317 

... 317 
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THE SUKGICAL INSTRUMENTS OK THE HINDUS. 


PLATK LXXXL 

riCfJUE. PAGR. 

1. — Kliala ... ... ... ... 518 

2. — Penile and mortar (modern) A. H. Fig. 950^^ ... 318 

5. — Balance or Manadanda ... ... ... 3:2 1 

4. — Pesana Silil or G^rind stone ... ... 327 

5. — Stone slab and ni idler ... ... ... 327 

6. — Sukti ... ... ... ... 520 

7. — Medicine spoon (Modem) A. H. Fig. 9379 ... 320 







THB SURGICAL INSTRUMENTS OF THE HINDUS. 


PLATE LXXXIL 

VIGURB. PAGR. 

1. — Hot vessels ... ... ... 321 

2. — ^Vapour Bath ... ..♦ ... ... 322 

8 . — The same (modern), B. B, Fig. 407 ... ... 322 

4. — Cloth tent ... ... ... 322 

5. — Droni ... „• ... ... 324 



163 



The Surgical Instruments of the- Hindus. 


Plate LXXXII. 









